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MASSIVE FLOWS OF EUROPEAN 
IMMIGRANTS between the late 
igth century and WWII shaped 
modern Argentina, transform- 
ing the Spanish colony into 

a cosmopolitan melting-pot. 
Today, this country showcases 
a rich architectural tradition, 
ranging from French and Italian 
palaces built during the turn of 
the century to the modernism 
of Buenos Aires in the 1940s. 


From the Patagonian snow to 
the sub-tropical rainforests, the 
five climate regions of Argentina 
make it a fertile ground for 
architecture as diverse as its 
people. 

At the March 21 edition of the 
BSA Lecture Series, Boston- 
based Argentinean-born archi- 
tect and critic Marcelo Rizzo, 
Assoc. AIA explores the history 
of the last century of architec- 
ture in Argentina, highlight- 
ing the contemporary masters 
and an emerging generation of 
new architects who are shap- 
ing the cities and landscapes of 
Argentina. 


Buenos Aires 


in Argentina 


Born in Buenos Aires, Rizzo 
received his M. Arch from 
University of Buenos Aires 
in 1987. He led his own firm 
in Argentina, specializing in 
rehabilitation of residential and 
commercial buildings. As an ar- 
chitecture, planning, and design 
critic, he wrote for La Nacion, 
the country’s national newspa- 
per, and often appeared on the 
weekly cable TV show “Diseno.” 
He taught at the University of 
Buenos Aires for 10 years before 
relocating to Boston in 2002 
and is currently a senior project 
designer at Spalding Tougias 
Architects. m ce 
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Local heroes honored 
by national colleagues 


THE BOSTON FIRM Leers 
Weinzapfel Associates and 
Boston urban designer/planner/ 
architect David Dixon FAIA of 
Goody Clancy are the recipients 
of two of the most prestigious 
national AIA honors conferred 
this year. 

Leers Weinzapfel Associates 
—led by founding partners 
Andrea Leers FAIA and 2006 
BSA president Jane Weinzapfel 
FAIA along with partners Joe 
Pryse AIA and Josiah Stevenson 
AIA—has been honored with 
the 2007 AIA Architecture 
Firm Award. The highest honor 
bestowed on a design firm by 
the AIA, the award recognizes 
a firm that has consistently 
produced distinguished archi- 
tecture over an extended period 
of time. 

Previous BSA recipients 
of this honor include 
Cambridge Seven Associates, 
Ben Thompson Associates, 
Kallmann McKinnell & Wood, 
Sert Jackson, Shepley Bulfinch 
Richardson and Abbott, The 
Stubbins Associates, and TAC/ 
The Architects Collaborative. 
Leers Weinzapfel Associates was 
honored formally in February in 
Washington. 


Dixon, also a former BSA 
president, has been honored 
with the 2007 Thomas Jefferson 
Award for Public Architecture. 
This unique honor recognizes 
an individual who has made 
significant design contribu- 
tions in the public sector and 
consistently fostered high-qual- 
ity urban design. Dixon and 
Goody Clancy are frequent 
recipients of annual urban 
design and planning awards 
for their work throughout the 
nation. Previous BSA recipients 
of this award include BSA vice 
president Diane Georgopulos 
FAIA of MassHousing, Boston 
Redevelopment Authority's 
Bob Kroin AIA, and Judge 
Douglas Woodlock of Boston’s 
US District Court. Dixon will 
be honored at the national AIA 
Convention in the spring. 

Each year the BSA nomi- 
nates individuals and firms for 
national awards such as these. 
These nominees include many 
BSA members and allies as 
well as exceptional candidates 
throughout the nation. In 
addition to Leers Weinzapfel 
Associates and David Dixon 
FAIA, several other BSA nomi- 
nees are being honored this 


The staff of Boston design firm Leers 
Weinzapfel Associates in late 2006. 
Photo: LWA. 


year including Amory Lovins 
and his Colorado-based Rocky 
Mountain Institute for its long- 
term commitment to environ- 
mentally and socially sustain- 
able design; the US General 
Services Administration’s 
Design Excellence Program for 
its commitment to architectural 
excellence in public buildings; 
the National Organization of 
Minority Architects (NOMA), 
recipient if the 2007 Whitney M. 
Young Jr. Award for sustained 
efforts to enrich the diversity 

of our profession; and Lance 
Jay Brown FAIA, educator at 
the City College of New York’s 
School of Architecture, recipi- 
ent of the Topaz Medallion for 
Excellence in Architectural 
Education. Finally, the AIA 
Gold Medal for 2007 is awarded 
posthumously to Edward 
Larrabee Barnes FAIA, the 
BSA’s 1998 nominee for this 
singular honor. 

For more information on 
these and other national awards 
programs, call/write Richard 
Fitzgerald at 617-951-1433 x232/ 
rfitzgerald@architects.org. 


Hubert Murray AIA, RIBA 
President 


Committee 
news 


On March 22 building scientist 
Terry Brennan joins the INDOOR 
AIR QUALITY COMMITTEE 
meeting at noon to discuss 
“Designing to Prevent Indoor 
Air Quality Problems” and 
offers advice on “Pressure 
Testing Bigger Buildings” at a 
special BUILDING ENCLOSURE 
COUNCIL gathering at 4:30 pm. 
Both meetings are open to all 
and held at the SBRA office at 

2 Seaport Lane. RSVP to 617-951- 
1433 x221/bsa@architects.org by 
noon on March 8. m ce 


On March 16 at 8:00 am the 
HOUSING COMMITTEE discusses 
“What’s Hot and What’s Not 

in Today’s High Stakes Multi- 
Family Housing Market.” We 
explore design generators—re- 
gional markets, demographics, 
and prototypes—and solutions 
for multi-family housing com- 
munities. m ce/Hsw 


New methods in water delivery 
is the topic of the March 22 LAB 
FACILITY DESIGN COMMITTEE 
meeting at The Architects 
Building at 8:00 am. Guest 
speakers are Frank Gianni of 
Lab Products, Stephen Labak 
of Edstrom Industries, and 
Richard Allred of Clear H20. 
mCcE 


On March 27, at 8:00 am, at- 
torney Chris Noble of Noble 
& Wickersham leads the BIM 
ROUNDTABLE meeting with a 
discussion of how BIM may 
reshape copyright issues. m ce 


Ed. note: All members and non- 
members are welcome at all BSA 
committee meetings. 


Residential 
Design 
Committee 
examines 
marketing and 
public relations 
strategies 


The Architects Building 
March 20, 8:00-10:00 am 


DEBRA LAPORTE CPSM of Debra 
LaPorte Communications is the 
guess speaker at the March 20 
Residential Design Committee 
meeting. LaPorte discusses the 
difference between market- 

ing and public relations and 
offers tips to getting your work 
published. She also explains 
what is unique about market- 
ing and public relations for 
residential architects. Prior to 
starting her own firm, LaPorte 
was an associate at The Stubbins 
Associates (now KlingStubbins), 
and director of marketing for 
TRO/The Ritchie Organization, 
Marsters and Partners (now 
Perkins + Will) and Siemasko + 
Verbridge. m ce 


@ CE/HSW 
Continuing-education credits, 
required for all architects regis- 
tered in Massachusetts, are offered 
at most BSA events and work- 
shops. Look for the [ m ce] symbol 
throughout this newsletter for pro- 
grams that qualify. Visit architects. 
org/ce for more information. Events 
described in the ChapterLetter fol- 
lowed by a [ m cevHsw ] designation 
also qualify for Health, Safety, and 
Welfare Learning Units. 


Learning By Design's annual 
workshop is March 24 


The Architects Building 
March 24, 9:00 am-noon 
Register by: March 21, noon 
architects.org/lbd 


DID YOU KNOW that the de- 
sign process is part of the 
Massachusetts Curriculum 
Frameworks, the required 
learning standards for all 
Massachusetts K-12 students? 
The BSA’s Learning by Design 
program (LBD) is a design 
education program that helps 
engage children in architecture 
and design projects as a part of 
their classroom curriculum. 

Find out how you can get 
involved on Saturday, March 24 
at LBD’s annual hands-on 
workshop for architects and 
designers to inspire us to teach 
children of all ages about ar- 
chitecture and design. If you've 
thought about going into a local 
classroom for a “this is what an 
architect does” visit, this work- 
shop is for you. We also explain 
other LBD children’s programs 
and the LBD master teacher 
program. 

LBD master teacher Polly 
Carpenter AIA provides a basic 
introduction to teaching kids 
about the built environment, 
shows examples of Learning By 
Design programs, demonstrates 
hands-on activities appropriate 
for children, and discusses pos- 
sible lessons for the classroom. 

This workshop is free and 
open to all design professionals. 
To register, call/write the BSA at 
617-951-1433 X221/bsa@architects. 
org by noon on March 21. With 
program questions, call/write 
Polly Carpenter AIA at 617- 
492-8266/pollycarpenter@ 
verizon.net. 


Learning By Design’s 
2007 programs 
LBD brings architecture and de- 
sign workshops to public school 
students in grades K-12 all 
across the state. Curricula can 
be adapted to meet the individ- 
ual city and/or classroom needs. 
This year, programs are planned 
for Holyoke, the Condon School 
and the Murphy School in 
Dorchester, the Dunning School 
in Framingham, the Cabot 
School in Newton, Fenway High 
School, SMARTS Collaborative 
in Attleboro, the Kenny School 
in Dorchester, Sanderson 
Academy in Ashfield, and the 
Hobomock School in Pembroke. 
For more information 
on LBD, visit architects.org/Ibd. 
To stay up-to-date with 
Learning By Design, sign up 
for the new LBD e-newsletter 
online at architects.org. 


LBD by the Numbers 
In 2006 LBD worked with... 


* 30 architects and designers 
° 114 teachers 

¢ 35 schools and organizations 
* 715 young K-12 designers 
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Register now for RDC 2007 


Seaport World Trade Center, Boston 
April 4-5, 2007 

Discount deadline: March 19 
rdcboston.com/800-544-1898 


THE BSA’S THIRD ANNUAL 
Residential Design and 
Construction convention and 
tradeshow is April 4-5 at the 
Seaport World Trade Center. 
Register by March 19 and receive 
free admission to the exhibit 
hall, which showcases more 
than 250 residential products 
and services. The exhibit hall is 
open to the public Wednesday, 
4:00-8:00 pm, and Thursday, 
4:00-7:00 pm. 


BSA Resource Center 
and Store 

Visit the BSA Resource Center 
to purchase books, learn more 
about BSA programs and com- 
mittees and discover resources 
to help enrich your career 

and your practice. BSA staff 
members are available to answer 
questions on continuing educa- 
tion, BSA committee activities, 
membership opportunities, 
and more. 


4 chapterletter03|07 


Learn and earn 

Residential Design and 
Construction is a great place to 
earn AIA and state continuing 
education credits, get up-to- 
speed on the latest in green 
design, discover new design 
innovations, and network with 
peers and others in the build- 
ing industry. The more than 

75 workshops are organized in 
overlapping tracks—sustain- 
ability, codes and regulations, 
design, firm management, 
business development, smart 
growth, affordable housing—to 
help you find the sessions that 
most interest you. m CE/HSw 


Design gallery 

The BSA Design Gallery features 
the winners of several recent de- 
sign awards programs, includ- 
ing Sustainable Design and In 
the Pursuit of Housing. 


The Residential Design 
Firm Showcase 

The RDC design gallery 
showcase area features port- 
folios of residential work by 
New England design firms. See 
page 16 for details on how to 
showcase your firm’s residential 
design projects. 


Keynote address by 
Dwell’s Sam Grawe 

Dwell magazine editor-in-chief 
Sam Grawe kicks off the event 
with his keynote presenta- 

tion on “Designing the future 
of design.” He examines what 
it means to be “modern” and 


a 
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whether or not design really 
improves our lives. He ques- 
tions if “sustainable” design is 
good enough, offers thoughts on 
exactly what “good” design is, 
and discusses issues that arise 
while putting together a maga- 
zine about “being at home in the 
modern world.” (Event Wo2) 


Earn free workshops 
Volunteers who donate a small 
amount of time working with 
the BSA staff at Residential 
Design and Construction can 
earn free RDC workshops. 
Volunteers help set up the BSA 
Resource Center and the Design 
Gallery, monitor workshops, 
and help staff the BSA infor- 
mation booth. In exchange for 
this time, volunteers attend 
workshops at no cost. Volunteer 
opportunities are available on a 
first-come/first-served basis. 
For details, call/write Conor 
MacDonald at 617-951-1433 x221/ 
bsa@architects.org. 


Tony Platt Scholarships 
Scholarships are available for 
young architects, engineers, 
interior designers, landscape ar- 
chitects, contractors, and other 
young industry professionals. 
Each full-tuition scholarship, 
established in memory of 
Boston architect and visionary 
Tony Platt FAIA, covers the 
cost of one RDC workshop. For 
details, go to rdcboston.com and 
click on “scholarships” under 
“registration information.” 


ele 


Residential Design 
and Construction 

is designed 

for architects, 
interior designers, 
landscape architects, 
homebuilders, 
developers, 
subcontractors and 
specialty contractors, 
remodelers, 
renovators, marketing 
professionals, small- 
firm administrators, 
planners, residential 
clients, young 
professionals... 

and homeowners. 


ARE graphic 
divisions 
guru returns 
to Boston 


Wentworth Institute of Technology, 
Annex Auditorium 

March 31, 9:00 am-s5:00 pm 
Register by: March 16 
architects.org/aresolutions 


PROFESSOR AND ARE GRAPHIC 
DIVISIONS GURU Norman Dorf 
AIA returns to Boston on 
March 31 at Wentworth Institute 
of Technology to deliver his 
wildly popular three-part ARE 
Graphic Divisions session. 

This comprehensive review 
of all three Graphic Divisions of 
the exam, with problem-solv- 
ing exercises throughout the 
day, is an in-depth analysis of 
preparation recommendations, 
fatal errors to avoid, and time- 
saving techniques. The seminar 
includes discussions of what you 
must know to pass the exam, 
ways of improving your scores, 
and how each problem should 
be approached to arrive at an 
efficient, passing solution. 

For registration details, 
call/write 617-951-1433 X221/ 
bsa@architects.org. 


Home is where 
the mortgage is 


architectureboston.com 


HOW DO ARCHITECTS DESIGN 
in a world driven by housing 
economics? The March/April 
“Home Economics” issue of 
ArchitectureBoston suggests that 
architects have more influ- 
ence on the dollars and cents 
of housing design than they 
might think. Editor Elizabeth 
S. Padjen FAIA writes that 
“Economists and architects 
rarely work together, which may 
present an opportunity. Making 
all else equal in terms of access 
to good housing is goal they 
share.” 

In this issue, Anthony Flint 
looks at the conundrum of af- 
fordable housing, Willie Sclarsic 


AIA points out what 
Boston can learn from 
the Big Easy, and 
James Hadley AIA 
offers some surprising 
observations about 
how old the house of 
the future will be. 
ArchitectureBoston 
is mailed to over 
25,000 readers includ- 
ing all BSA members, 
all New England and 
New York architects, 
and other subscribers 
throughout the US and beyond. 
For additional copies or for 
subscription details, call/write 
me at the BSA at 617-951-1433 
x240/psmith@architects.org. 


Mebitechire 


Home Economics 


Pamela de Oliveira-Smith, 
Managing Editor 
ArchitectureBoston 


Last year, the BSA sponsored “WindsCape: An Ideas Competition 
Envisioning Renewable Energy for Cape Cod” in response to the 
debate over the proposed offshore wind farm in the Nantucket Sound. 
Since the winners were selected, the exhibit has traveled here and in 
Europe. Currently, the WindScape exhibit is on display at Massachusetts 
College of Art’s President’s Gallery until March 20. Visit architects.org/ 
windscape for more information. 


Codes and Access Committees join forces to examine regulations 
and the cost of doing business 


The Architects Building 
March 21, 8:30 am 


WHILE IT SEEMS TO BE THE 
CONSENSUS that building codes 
could be simplified and easier 
to understand, how to achieve 
that is still a puzzle here in 
Massachusetts. 

New York, New Jersey and 
many other states have ap- 
proached codes as public poli- 
cies with important economic 


impacts. Is there any reason why 
Massachusetts shouldn't do the 
same? What does it take to get 
developers, building owners, 
and other interested parties to 
lobby for reform in the code 
arena? Do we as design profes- 
sionals have an obligation to 
promote code reform as a public 
policy priority? 

At the March 21 meeting, 
members of the Codes and 
Access Committees discuss 


specific decisions/amendments 
in the Massachusetts code arena 
that add unnecessary costs to 
construction in Massachusetts. 
In addition to some highlights 
from the Massachusetts State 
Building Code, we examine 
the regulations and interpre- 
tations of the Massachusetts 
Architectural Access Board. 
While our focus is on the 
impact regulations have on 

the construction of affordable 


housing, this discussion is open 
to all code-related items. Join 
these two groups at 8:30 am at 
The Architects Building to share 
your thoughts. m ce/Hsw 


Vernon Woodworth AIA 
Chair, BSA Codes Committee 


Ed. note: the Access Committee 
also meets at noon on March 28. 
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David Wells Roth 


paintings at The 
Architects Building 


The Architects Building 
March 1-May 30 
davidwellsroth.com 


DAVID WELLS ROTH’s realist 
paintings of urban scenes are on 
exhibit on the 5th floor of The 
Architects Building, March 1- 
May 30. For an advance look at 


his work, visit davidwellsroth. 
com. For more information 
on exhibits at The Architects 
Building, call/write Pamela de 
Oliveira-Smith at 617-951-1433 
x240/psmith@architects.org. 
The work above is entitled, 
“Approaching Cleveland Circle” 
(oil on board, 14" x 11", 2006). 


Building Energy 07 
addresses renewable energy, 


green building 


Seaport World Trade Center 
March 13-15 
buildingenergy.nesea.org 


THE BUILDING ENERGY 2007: 
Building for a Changing 
Climate conference, March 13-15 
at the Seaport World Trade 
Center, marks the 32nd annual 
Northeast Sustainable Energy 
Association (NESEA) event. The 
event kicks off with a keynote 
by global warming wizard Ed 
Mazria AIA, who challenges the 
building and design industry to 
reduce energy consumption and 


carbon emissions in building 
design. 

This event presents strategies 
for greening schools, market 
and affordable housing, and 
commercial buildings as well as 
university campuses and hos- 
pitals. Topics covered include 
building science fundamentals, 
ecological footprinting, near 
zero-energy homes, infrared 
thermography, daylighting, in- 
door air quality, and more. For 
information and to register, go 
to buildingenergy.nesea.org. m CE 


Young Professionals reception 
at The Otis House 


The Otis House, 141 Cambridge St. 
March 15, 5:30-7:30 pm 

RSVP by: March 8 
historicnewengland.org 


YOUNG PROFESSIONALS are 
invited to join the BSA and 
Historic New England on March 
15, 5:30-7:30 pm, for the next 
Young Professionals Quarterly 
Reception. The evening begins 
with drinks and hors d'oeuvres 
followed by a tour of the ar- 
chives at the Otis House, which 


Watercolor workshop series begins in April 


The Architects Building 
April 13-15 and June 29-July 1 
architects.org/watercolor 


THE BSA’S ANNUAL SERIES of 
three-day watercolor work- 
shops, led by watercolorist and 
architectural illustrator Frank 
Costantino, Assoc. AIA is get- 
ting underway. April 13-15 is the 
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basic/intermediate workshop, 
which covers preparation of 
palettes, methods of color-mix- 
ing, and uses of various brushes. 
Participants should have basic 
drawing skills, some experience 
with watercolors and architec- 
tural design, or a fine art back- 
ground. Instruction is tailored 
to individual skill level. 


There will also be a three-day 
basic/intermediate workshop, 
June 29-July 1; more informa- 
tion to come. Enrollment is 
limited and is filled on a first- 
come/first-served basis. The 
cost for a three-day workshop 
is $350 ($300 for BSA and 
ASAI members). Download a 
registration form at architects. 


include drawings by Tad Stahl 
FAIA, James McNeely AIA, 
Rem Huygens FAIA, and others. 

Attendees who are inter- 
ested in a participating ina 
BSA/Historic New England 
collaborative juried exhibit can 
learn more about the opportu- 
nity at this event. Please join 
us for a night of networking 
and celebrating New England 
architects. 

To attend, RSVP to bsa@ 
architects.org/617-951-1433 X221 
by March 8. Space is limited to 
the first 50 respondents. 


org/watercolor. With questions, 
write/call Jamie Segel at the BSA 
(jsegel@architects.org/617-951- 
1433 X223). MCE 


Ed. note: Watch future issues of 
the ChapterLetter for informa- 
tion on an advanced watercolor 
workshop, September 28-30. 


WID conversation on 
architectural psychology 


The Architects Building 
March 14, 6:00-8:00 pm 
architects.org/wid 


THE FIRST WOMEN IN DESIGN 
NETWORK PROGRAM of the year 
is the March 14 conversation on 
architectural psychology led by 
Linda Varone. 

Architectural psychology is 
about the subconscious influ- 
ence our built environment has 
on how we feel and interact. 
Varone explains interpersonal 
distance, what kind of light 
people are intuitively drawn to, 
how stimulation in the environ- 
ment can support or under- 


mine productivity, and why 
the Seagram Building initially 
had file cabinets blocking the 
windows. 

Linda Varone has more than 
15 years of experience as a design 
consultant. She holds a master’s 
in psychology and studied with 
environmental psychology pio- 
neer Anita Rui Olds. Varone has 
given presentations on architec- 
tural psychology at MIT and the 
University of San Diego. 

Open to all members and 
nonmembers free of charge. 
RSVP to the BSA at 617-951-1433 
x221/bsa@architects.org. m CE 


Architect and writer Robert 
Campbell FAIA to speak 


Saxe Room, 

Worcester Public Library 
March 14, 5:30-7:00 pm 
RSVP by: March 12 
worcpublib.org 


ON MARCH 14, the Central 
Massachusetts AIA chapter 
and Preservation Worcester 
sponsor “A Conversation with 
Robert Campbell FAIA, Pulitzer 
Prize-Winning Boston Globe 
Architecture Critic.” Campbell 
opens the evening with an intro- 
ductory presentation followed 
by a moderated question and 
answer session with audience 
members. 

Campbell is an architect 
and writer who received the 
Pulitzer Prize in 1996 for his 
work as architecture critic 
for The Boston Globe. He has 
published more than 80 feature 
articles in national periodicals 
and is a contributing editor 


and bimonthly columnist for 
Architectural Record. Campbell 
is an urban design consultant 
for many cities and is an advi- 
sor to the Mayors Institute for 
City Design, which he helped 
to found. He is a graduate of 
Harvard, Columbia Graduate 
School of Journalism, and the 
Harvard Graduate School of 
Design. The author of Cityscapes 
of Boston: An American City 
Through Time, he is a Fellow of 
the American Academy of Arts 
and Sciences and the American 
Institute of Architects. 

The event is free and open 
to the public; light refresh- 
ments served. RSVP by March 
12 to njenner@architects.org or 
617-951-1433 X227. The Worcester 
Public Library is located at 3 
Salem Square in Worcester. For 
directions, visit worcpublib.org. 
mCE 


2007 building code workshops 


The Architects Building 
All workshops 8:00-10:00 am 
architects.org/workshops 


THE BSA’S 2007 Codes Work- 
shop series focuses on build- 
ing code essentials, including 
codes for accessibility, fire 
safety and energy conserva- 
tion. Workshops are led by 
Codes Committee chair Vernon 
Woodworth AIA and his 
colleagues from the Sullivan 
Codes Group. All workshops 
take place 8:00-10:00 am (2 
HSW LUs/CE credits) at The 
Architects Building with the 
exception of the final full-day 
session, which provides 8 HSW 
LUs/CE credits. The fee for each 
2-hour workshop is $65 ($40 for 
BSA/AIA members) and $110 
($75 for BSA/AIA members) for 
the full-day July 30 workshop 
led by Jerry R. Tepe FAIA. To 
register, visit architects.org/codes 
or call/write 617-951-1433 X221/ 
bsa@architects.org. 


WORKSHOP DATES AND TOPICS 
April 30: Building Code Essentials, Part 1 
Vernon Woodworth AIA, Derrick J. Morse 
Registration deadline: April 25 m Ce/Hsw 


May 7: Building Code Essentials, Part 2 
Jay A. lerardi Ph.D., Derrick J. Morse 
Registration deadline: May 2 m ce/HSW 


June 4: Code Requirements 

for Existing Buildings 

Vernon Woodworth AIA, Derrick J. Morse 
Registration deadline: May 31 m CE/HSW 


June 18: Accessibility 
Kevin S. Hastings, Doug Anderson 
Registration deadline: June 13 @ CE/HSW 


July 2: Energy Conservation Requirements 
Vernon Woodworth AIA, Doug Anderson 
Registration deadline: June 27 m cE/HsSw 


July 19: Fire Protection 
Edwin Kotak, Jay A. lerardi Ph.D. 
Registration deadline: July 13 m CE/HSW 


July 30: The International Building Code 
10:00 am-4:00 pm, lunch included 
mCE/HSW 


Emerging practices enrich 


the conversation 


The Architects Building 

March 28, 7:00-9:00 pm 
Register by: March 26, 4:00 pm 
architects.org/conversation 


ON MARCH 28, the principals 
of three emerging Boston-area 
young design firms lead a spe- 
cial edition of Conversations on 
Architecture, the monthly series 
of design explorations hosted by 
Brian Healy AIA. 

The three emerging practices 
selected for this conversation 
on their work are being selected 
by a jury that includes Meejin 
Yoon, Frano Violich AIA, and 
Healy. As we go to press, nearly 


two dozen firms have submit- 
ted digital portfolios for the 
jury’s consideration. By the time 
you read this, the jury results 
will have been published in 
Currents, the BSA’s weekly 
e-newsletter. 

The March 28 gathering is 
open to everyone and reserva- 
tions are required. The $10 fee 
(5 for BSA members and full- 
time architecture students) 
includes ample food and drink. 
To reserve your seat, download 
the reservation form at 
architects.org/reservations 
and return it by 4:00 pm on 
March 26. m cE 
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newslevents 


Updated 
ARE Learning 
Systems now 
available 


architects,org/store 


THE NEWLY UPDATED 2007 

ARE Learning Systems from 
Kaplan AEC are available 

now through the BSA Store at 
architects.org/store (keyword 
“Kaplan”). The 2007 edition 
includes corrections and modifi- 
cations throughout and new 
online supplements, including 
Kaplan’s multi-media ARE 
Review Courses for Pre-Design, 
Building Planning, Building 
Technology and Site Planning. 

In addition to the standard 
Kaplan Learning Systems are 
self-study materials for the 
aforementioned divisions, along 
with online access to a variety 
of interactive practice activities, 
study tips, quizzes, and study 
notes for a well-rounded self- 
study program. Kaplan will add 
interactive online study materi- 
als for additional divisions later 
this year. 

The BSA offers the Kaplan 
preparation materials at a 
significantly discounted price 
and BSA members receive an 
additional discount equaling 
a savings of up to 30% off of 
the list price. For details on 
these products or to request a 
complete list and order form, 
call/write me at 617-951-1433 
x242/abaldwin@architects.org. 


Andrew Baldwin 
BSA Bookstore Manager 
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Architects take to the hill. ..Capitol Hill 


architects.org/lac 
aia.org/advocacy 


LAST MONTH, MORE THAN 

800 AIA MEMBERS gathered in 
Washington DC for the annual 
AIA Grassroots Conference, a 
week-long annual event that is 
highlighted by a full day of visits 
to Capitol Hill to explore with 
our senators and representatives 
what architects believe are the 
critical legislative issues affect- 
ing the profession, the built 
environment, and the commu- 
nities we serve. 

This year our colleagues 
around the country, includ- 
ing our own contingent led by 
BSA president Hubert Murray 
AIA, RIBA and vice president 
Diane Georgopulos FAIA, 
focused their conversations with 
senators and representatives on 
our belief that governmental 
policies, programs, and incen- 
tives should encourage energy 
efficiency, especially in the built 
environment. 

Federal Building Energy 
Efficiency. We believe that 
Congress should use its man- 
agement of federal buildings 
to show the way for the private 
sector in reducing the energy 
consumption footprint of the 
built environment. We urged 
the legislators to require that all 
buildings constructed or signifi- 
cantly renovated after January 
1, 2010, consume no more than 
half the energy that a similar 


federal building consumed in 
2005. We also proposed that, 
following 2010, federal agen- 
cies should ensure a declining 
cap on energy consumption, 
culminating in carbon neutral- 
ity by 2035. 

Tax Deduction for Energy 
Efficient Commercial Buildings. 
The AIA supported legislation 
enacted in 2005 that provides 
a tax deduction for construct- 
ing energy efficient commercial 
buildings and for installing 
energy efficient systems in 
existing buildings; however, this 
deduction expires on December 
31, 2007. We urged Congress 
to make the Energy Efficient 
Commercial Buildings Tax 
Deduction permanent or at least 
extend it until 2013 and increase 
the size of the deduction (from 
$1.80 per sf to $2.25 per sf) to 
increase its effectiveness. 

Sustainable Design & 

Water Quality. We advocate 
strengthening federal regulatory 
requirements to better control 
general and building industry- 
related sources of pollution. We 
also advocated the creation of 
incentives to build and retrofit 
buildings to minimize their 
contributions to water qual- 

ity degradation and advocated 
amending the Clean Water Act 
to tighten regulatory controls 
on stormwater sources of water 
pollution, particularly contami- 
nants coming from the built 
environment. 


For more information on the 
legislative initiatives of the AIA 
nationally, visit aia.org/advocacy 
or write govaffs@aia.org. 


Mark your political calendar 

for May. Last month, the BSA 
held our annual breakfast to 
meet with new members of the 
state legislature. In May, archi- 
tects in Massachusetts make our 
annual public-policy pilgrimage 
to Beacon Hill. 

This unique opportunity 
enables us to respond to invita- 
tions from our legislators and 
talk with them about significant 
issues in our practice, our pro- 
fession, and our communities. 
It is a special opportunity for 
our legislators to be briefed by 
design professionals on a variety 
of critical planning and design 
issues the state legislature will 
be addressing in the coming 
months, such as sustainability 
and green design, interior de- 
sign licensure, mechanics liens 
and architect emeritus status. 

Complete details will be 
published in next month’s 
ChapterLetter and upcoming 
issues of Currents. 


Russ Feldman AIA, Chair 
Legislative Affairs Committee 


“An Analysis of Construction Projects Within the Commonwealth: 
January 2005 through December 2005,” published in late 2006 in 
response to Massachusetts’ public construction reform legislation, is the 
Massachusetts Inspector General’s report on estimated public-agency 
spending on construction projects. Copies of the 33-page report are 
available from the Inspector General’s office at 617-727-9140, 617-523- 


1205, or 800-322-1323. 


the network 


Mayor Menino hosts architects 


BOSTON MAYOR TOM MENINO 
hosted a special breakfast for the 
BSA on February 1 to kick off 
the architectural community's 
planning for the national AIA 
Convention, which comes to 
Boston in May 2008. 

At this unique breakfast 
gathering, held at the Parkman 
House in Boston, Mayor 
Menino offered the BSA and 
the architectural community 
at large the city’s enthusiastic 
support for our initiative to 
engage the design community 
and the entire city in a year-long 
celebration of “the new Boston.” 

Mayor Menino invited the 
leaders of 45 Boston architecture 
firms to this event and urged 
us to think broadly about the 
future of growth in Boston and 
to consider a range of critical 
development issues including 
environmental responsibil- 


ity, social diversity, economic 
development, pubic transporta- 
tion infrastructure, housing for 
those who can least afford it, 
and a good deal more. 

Shepley Bulfinch Richardson 
and Abbott president Carole 
Wedge AIA, LEED, who is lead- 
ing this effort, detailed the plan- 
ning now underway to welcome 
25,000 US and other architects 
and allies to Boston in 2008. The 
broad array of activities planned 
includes design tours, exhibits, 
and related events highlighting 
Boston’s re-invention during the 
past several decades. 

Wedge introduced long-time 
city activist Susan Hartnett, 
who has been retained by BSA 
director Richard Fitzgerald 
to develop and manage this 
18-month adventure. Hartnett 
has served as director of the 
Boston Center for the Arts, 


Mayor Tom Menino 


Carole Wedge AIA, LEED Susan Hartnett 


The Eastern Mystic Watershed Alliance is a 
new organization seeking to focus public atten- 
tion on the challenges and opportunities facing 
the main stem of the Mystic River, Chelsea 
Creek, Island End River and Malden River, in- 
cluding Somerville, Medford, Malden, Everett, 
Charlestown, Chelsea, East Boston, and Revere. 
The goal is to develop a watershed-use strate- 
gy that enables stakeholders to share the water 
sheet without conflict, improve water quality, 
increase public access to and enjoyment of the 
waterfront, and to expand water-based transit 
options. For more information, write Ivey St. 
John at agran.nie@comcast.net. 


economic development director 
of the Boston Redevelopment 
Authority, and chief of the city’s 
Office of Arts, Tourism and 
Special Events. She is working 
with the design and construc- 
tion community, the city, the 
business community, cultural 
and educational institutions, 
and community groups to 

make the national 2008 AIA 
Convention in Boston a remark- 
able event in Boston’s and our 
architectural community's 
history. 

To work with your col- 
leagues in this effort or for more 
information, write Hartnett at 
shartnett@architects.org. 

This is an extraordinary 
moment for Boston—join us as 
we make it ours. 


Hubert Murray AIA, RIBA 
President 


Ed. note: the 2007 AIA National 
Convention is in San Antonio, 
May 3-5; for more information, 
visit aiaconvention.com. 


The BSA 
takes the show 
ontheroad 


OVER THE PAST SEVERAL YEARS, 
BSA deputy director Nancy 
Jenner and membership director 
Kate Miller have visited dozens 
of Massachusetts architecture 
firms to gain a more intimate 
understanding of how BSA 
members and allies work and 
how the BSA can respond more 
effectively to members’ evolving 
interests and needs. 

In addition to touring a firm 
and learning about that firm’s 
work, Jenner and Miller use 
these informal opportunities 
to meet employees and provide 
an overview of the breadth and 
depth of BSA programs, services 
and professional networking 
opportunities available to ev- 
eryone in the building industry. 
These visits provide a practical 
value to the firm staff members 
as well, especially to emerging 
designers, marketing directors, 
financial managers, human 
resources professionals, and 
office managers. Most recently, 
the directors visited Bergmeyer 
Associates and CBT/Childs 
Bertman Tseckares. 

If you would like to sched- 
ule a visit, call/write Kate 
Miller at 617-951-1433 x228/ 
kmiller@architects.org. 


Genesis Planners gets credit 


IN THE JANUARY/FEBRUARY 2007 
issue of the BSA’s bimonthly 
magazine, ArchitectureBoston, 
we published the credit list for 
the Lulu Chow Wang Campus 
Center at Wellesley College, the 
recipient of the 2006 Harleston 
Parker Medal; that credit list 
should have included Genesis 


Planners the project-manage- 
ment consultants based in 
Waltham. A report on this 
project, designed by Mack 
Scogin Merrill Elam Architects 
of Atlanta, also appeared in 
the January 2007 issue of this 
newsletter. 
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running the shop 


Design blogs for architects 
and engineers 


STAY UP-TO-DATE with industry 
news and check out the hottest 
online technology with these 
popular blogs. 


AIA Archiblog 

Created by the National 
AIA Associates Committee. 
blog.aia.org/nac 


AIA PodNet 

Downloadable podcast series 
of interviews and discussions 
by architects. 
aia.org/podcasts 


Construction Law Blog 
Attorney Dave Seitter covers 
insurance issues, legal articles 
and advice. 
blawg.midwestconstructionlaw. 
com 


The Dirt 

The American Society of 
Landscape Architects blog 
discusses events, mergers 
and general LA news. 
asla.org/land/dirt/blog 


“Recommended Practices for Hiring 
Owners’ Project Managers” is a new guide 
for municipal construction projects prepared 
by Associated General Contractors (AGC) 


and the Massachusetts Municipal Association. 
The 60-page guide—a direct response to the 
pubic construction reform legislation enacted 
in Massachusetts in 2004—addresses the 
role of the owner’s project manager (OPM), 
duties of stakeholders, the municipalities’ 
responsibilities, development of an RFQ and 
RFP for an OPM, and the OPM’s scope of 
services, and more. For a copy of the guide, 
call/write AGC’s Mary Gately at 781-235-2680 
x15/gately@agcmass.org. 
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AIA Contract 


Document 


software update 


aia.org/docs_default 


THIS WINTER THE AIA released 
updated Contract Document 
Software. The revised software 
(version 3) was updated to better 
meet users’ needs allowing us 

to more easily create, share, and 
manage contract documents. 
The software is available at aia. 
org/docs_default and the update 
is free to current customers, 


Additional features include: 
enhanced functionality in how 
documents are drafted, ed- 
ited, shared, and finalized; an 
improved homepage launch pad 
for creating a document within 
an existing project or accessing 
software resources and licensing 
information; a five-tab layout for 
quick accesses to data; an inte- 
grated help function and more. 


AlA’s home design trend 


survey results 


aia.org/aiarchitect/thisweeko6/1215/ 
1215b_housing.cfm. 


THE AIA RECENTLY RELEASED the 
results of a home design trend 
survey and it appears that com- 
munity design is moving toward 
greater accessibility to public 
facilities such as transportation 
and commercial activities. 

It also notes that neighbor- 
hood design trends favor more 
mixed-use activities with infill 
and other higher-density devel- 
opment, with dedicated areas 
for recreation and open space. 
Also gaining popularity accord- 
ing to the AIA are traditional 
neighborhoods and homes with 
upscale exteriors, but also win- 
dows and porches to encourage 
more street-level interaction. 


However, the survey notes 
that residential architects are 
reporting a continued slowing 
of business conditions, with an 
even greater easing of inquiries 
for new work. There is also a 
softening in affordable entry- 
level homes due to growing con- 
cerns over housing affordability, 
but virtually all new residential 
construction sectors are report- 
ed as weakening. In contrast, 
homeowners are still investing 
in their current homes. Kitchen 
and bath remodeling projects as 
well as additions and alterations 
are reported to be very strong. 

To read more on this, refer 
to the source at aia.org/ 
aiarchitect/thisweeko6/1215/ 
1215b_housing.cfm. 


AIA COTE measures of sustainable design 


aia.org/cote 
architects.org/cote 


AS GREEN AND SUSTAINABLE 
DESIGN become part of the buil- 
ding industry's daily dialogue, 
the national AIA Committee on 
the Environment (COTE) notes 
that it is important to be clear 
about what the particular ele- 
ments of this movement mean. 
In that vein, COTE defines 10 
measures of sustainable design: 


Sustainable design intent and 
innovation—embraces the 
ecological, economic, and social 
circumstances of a project; 
architectural expression itself 
comes from that intent. 


Regional/community design and 
connectivity—recognizes the 
cultural and natural character 
of place, promotes community 
identity and interaction and 
alternate transit strategies. 


Land use and site ecology—re- 
veals how natural systems can 


Competitions/ 
Awards/Grants 


AIA National Awards and AIA Honors 
and Awards: various deadlines; aia 
org/awards for details. 


EDRA Places Awards: annual award 
recognizes good places; awards in 
planning, design, and design research. 
edra.org/awards/places.shtml, 


Grants for environmental activists: 
seasonal deadlines; N.E. Grassroots 
Environment Fund 802-223-4622/ 
info@grassrootsfund.org. 


Graham Fellowship in Design: post- 
grad fellowship at the NEA, Kristina Alg 
at 202-682-5078, or arts.endow.gov/learn/ 
jobs/jobsmenu, html. 


Lyceum Fellowship for architecture 
students: /yceum-fellowship.org. 


Black female architecture scholars 
and other professional women: 
grants/fellowships of $2K-5oK for black 


thrive in the presence of devel- 
opment, relates to ecosystems at 
different scales, and creates or 
preserves open space. 


Bioclimatic design—conserves 
resources and optimizes human 
comfort, using place-based de- 
sign to benefit from free energies 
of sun, wind, and water. 


Light and air—daylight, light- 
ing design, natural ventilation, 
improve indoor air quality and 
enhance the human link 

to nature. 


Water cycle—conserves water 
supplies, manages site water/ 
drainage, and capitalizes on 
renewable site sources using 
water-conserving strategies, 
fixtures, appliances, etc. 


Energy flows and energy 
future—reducing or eliminat- 
ing the need for lighting and 
mechanical heating and cooling; 
smaller/more efficient building 
systems reduce pollution and 
improve building performance. 


female scholars pursuing degrees in 
architecture and other professions, 
aauw.org and click on “fellowships.” 


“Green” grants: Deutsche Bank 
Environmental Grants for nonprofits 
tackling urban revitalization/sustainability 
issues, rolling deadline, cib.db.com/ 
community or gary.s.hattem@db.com. 


Historic preservation grants: Mass. 
Historical Commission/$300,000, 617-727- 
8470/magnet.state.ma.us/sec/mhc. 


Pre-Development Assistance 
Program: early-stage economic 
development projects in Mass., rolling 
deadlines, Massachusetts Development 
Finance Agency, 800-445-8030. 


Victorian-era buildings awards: 
exteriors or interiors, public places, open 
spaces, etc.; Jack Grinold, 48 Greycliff Rd. 
Brighton MA 02135. 


Architectural grants/fellowships/ 
scholarships resources: the Foundation 
Center Library/Associated Grantmakers of 
Mass., 617-426-2606. 


Materials, building envelope, 
and construction—selection 

of materials and products can 
conserve resources, reduce the 
impacts of manufacture/trans- 
port; high-performance build- 
ing envelopes improve comfort/ 
reduce energy use and pollution. 


Long life, loose fit—materials, 
systems, and design solutions 
enhance versatility, durability, 
and adaptive reuse potential. 


Collective wisdom and feed- 
back loops—most intelligent 
design strategies evolve over 
time through shared knowledge 
within a large community. 


To view the source of this 
information, go to: aia.org/cote_ 
news_define_sust_design. 


Ed. note: If you are interested in 
green design, go to architects. 
org/cote or join the BSA COTE 
at our next meeting, March 14 
at 8:00 am at The Architects 
Building. 


Aga Khan Award: ssooK in prizes, 
rolling deadlines, akdn.org/agency/ 
aktc_akaa.html. 


American Architectural Foundation 
Richard Morris Hunt Fellowship, AlA- 
related fellowships/scholarships: 
minorities/disadvantaged individuals, 
professional degree candidates, health 
facilities design, research, etc., including 
the RTKL Traveling Fellowship; call 202- 
626-7511. 


Minority/Disadvantaged Scholarship 
program: annual AIA/AAF Scholarships, 
Mary Felber, 202-626-7511. 


MHC Massachusetts Preservation 
Projects Fund grants, 2/13 deadline; 
sec.ma.us/mh¢e or 617-727-8470 for 
application and details 


NEA: project grants; 202-682-5400. 


Student competitions: programs and 
deadlines vary; 202-626-7472 (AIAS), 
212-924-7000 (NIAE), 202-785-2324 x2 
(ACSA/Wood Products Council), DuPont 
Benedictus Design Competition 202-628- 
0448 (ACSA). 


52 trees and 
counting... 


EARTHWORM, the non-profit 
recycling paper company used 

by the BSA, recently informed 

us that we saved 52.93 trees last 
year by recycling our office paper. 
While this is a step in the right 
direction, it makes us think 
about what more we can be doing 
to reduce waste. We'd like to 
know what you/your firm are do- 
ing. Write editor@architects.org 
and share your recycling success 
stories with us. 


The Architects Building 

Visit us for committee meetings, 
general information, or to purchase 
AIA Contract Documents. 

Boston Society of Architects/AIA 

52 Broad Street, Boston 


RSVP for meetings and events: 
bsa@architects.org/617-951-1433 X221 


Fulbright grants: for architects and 
urban planners, iie.org/cies, 202-686- 
4000, or fax 202-362-3442. 


The MacDowell Colony: residency for 
architects; seasonal deadlines; 603-924- 
3886, macdowellcolony.org. 


Peace Corps: assignments throughout 
world; rolling deadlines, peacecorps.gov. 


ArchitectureWeek Calendar: online 
listing of design competitions, 
architectureweek,com. 


Competitions magazine: reports 
regularly on design competition results, 
call 502-451-3623 for a subscription. 
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*Lunch Meetings! 
P by ey 
ctureBoston *Noon Membership Committee 
Editorial Board 


10:30 am Executive Committee 


*Noon BSA Board 


6:00 pm Alien Architects Roundt 


7 8 9 


:00 am SketchUp Users Group 8:00 am Architects and Engineers 8:00am 8:00 am Construction Adm 
Network Historic Resources Committee Roundtable 


ation 


6:00 pm Career wayfinding seminar 
6:00 pm VectorWorks Users Group 


12 3 14 15 16 


8:30 am Legislative Affairs Committee 8:00 am Committee on the 7:30 am BSA/SCUP Ca :00 am Housing Co! 3) 
*Noon Finance Wizards Environment (COTE) Roundtable 

*Noon IT Wizards 8:00 am Task Force to End 

5:30 pm Robert Campbell at 

Worcester Public Library (see page 7) 5:30 pm Urban Design Committee 

6:00 pm WID conversation on 5:30 pm YP Quart eception 


architectural psyct 


ogy (see p, 7) 


€ p. 6) 


6:30 pm Black Architects Forum 


20 21 22 23 


ommittee 8:00 am Residential Design Committee fj 8:30 am Codes and Access Committees §j 8:00 am Lab Facility Design Co tee :30 am BSA MetroWest Committee 
(see p. 3) (see p. 5) see p. 3) 
6:00 pm DataCAD Boston Users Group §§ 5:15 pm Healthcare Facilities *Noon Design Library Wizards 24 


Committee 


6:00 pm Small Firms Committee 


0 am Learning By Design workshop 
(see p. 3) 


6:00 pm BSA Lecture Series (seep. 6:00 pm Membership Spring Fl 


event (locations TBD) 


26 27 28 29 30 


8:00 am Pro Bono Committee 8:00 am BIM Roundtable (see p. 3) 8:00 am Marketing/PR Wizards 6:00 pm Rotch Travelling Scholarship 8:00 am Women able 
4:30 pm Building Enclosure Council *Noon Administration & HR Wizards *Noon Access Committee FECEpHON 31 
700 pm Conversations on Architecture 
(see page 7) 9:00 am Norman Dorf ARE Seminar 


(see p. 5) 


BSA committee/network meetings and other events provide all architects, mem- 
bers and non-members, with Massachusetts continuing education credits required 
for licensure; AIA members also receive AIA Learning Units. All are welcome. 


Boston Society of Architects/AIA 
architects.org 


1 Street, 


less otherw 


opportunities 


2007 design awards and competitions 


architects.org/awards 


THIS YEAR THE BSA ADMINISTERS 
a variety of design awards, com- 
petitions, research grants and 
juried exhibit programs: 


Urban Design Awards (co-spon- 
sored by the AIA New York 
Chapter)—submissions invited 
from architects, landscape ar- 
chitects and planners; any urban 
design project in the world may 
be submitted by Massachusetts 
and NYC professionals and pro- 
fessionals anywhere in the world 
may submit urban design proj- 
ects located in Massachusetts or 
NYC; March 12 deadline. 


Accessible Design Awards (spon- 
sored by the Massachusetts 
Architectural Access Board 

and the BSA)—anyone in the 
world (designer, building of- 
ficial, citizen, community group, 
building owner) may submit 
access solutions built anywhere 
in Massachusetts; March 26 
deadline. 


Workshops/ 
Conferences 


Residential Design and Construction: 
April 4 and 5, 2007; a BSA/Build Boston 
event/convention and tradeshow. 

Over 80 workshops; award-winning 
design exhibits; new product/service 
exhibits; 10,000 residential design and 
construction professionals. (See page 4.) 
For exhibit, advertising and sponsorship 
opportunities, call Brian Keefe at 800- 
996-3863. 

Green California summit and 
exposition, March 1314, Sacramento; 
green-technology.org/gcsummit or 323- 
936-7125, 

Programs on Leadership for Senior 


Executives: taking charge, managing 
time and people, strategy, etc.; various 


dates March-Dec.; execseminars.com, 781- 


239-1111 Or CMr@execseminars.com. 


Project Management Bootcamp: 
March 29-30, Boston; psmj.com. 
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K-12 Facilities Design Awards 
(co-sponsored by the AIA New 
York Chapter)—New England 
and NYC architects can submit 
work they have done throughout 
the world and architects else- 
where in the world can submit 
New England and NYC projects; 
April 17 deadline. 


John M. Clancy Award for 
Socially Responsible Housing 
(sponsored by Goody Clancy 
and the BSA)—anyone may 
submit any public- or private- 
sector multi-family project any- 
where in the US that provides 
shelter for low- and/or moder- 
ate-income residents; April 24 
deadline. 


Higher Education Facilities 
(co-sponsored by SCUP/New 
England)—NE architects may 
submit work they have done 
throughout the world and archi- 
tects elsewhere in the world are 
invited to submit NE projects; 
May 21 deadline. 


International Urban Design 
Conference 2007: Waves of Change- 
Cities at Crossroad theme, Sept. 6-8, Gold 
Coast City, Australia; astmanagement, 
com.au/urbandesign7, 


AIA National Convention: May 3 in San 
Antonio; aia.org. 


MCPPO Certification for School Project 
Designers and Owner Project Managers, 
320-23; Mas.gov/ig or mcppo@maoig.net. 


Yestermorrow Design/Build School: 
courses run Sept.-Mar., yestermorrow.org. 


AutoCAD Certificate Program: 
Wentworth Institute of Technology, 
617-989-4309. 


Conway School of Landscape Design: 
413-369-4044 or csid.edu. 


Wentworth Institute of Technology: 
professional and continuing studies 
programs, 617-442-9010 x446, 


Zoning clinics: every Tues,, 8 am-4 pm; 
Boston Plans and Zoning Unit (sth floor), 
1010 Mass. Ave,; 617-635-5300 x1300. 


Additional awards programs: 
Unbuilt Architecture Award: 
June 25 deadline. 


Honor Awards for Design 
Excellence: July 9 deadline. 


Juried Photo Exhibits at Build 
Boston: August 1 deadline. 


Annual BSA Research Grants 
in Architecture: September 17 
deadline; architects.org/grants. 


IIDA New England programs: Boston, 
Dianne Dunnell, 617-482-3232; Hartford/ 
Springfield, Stevanie Demko, 860-659- 
1010 x2380; Portland/Portsmouth, Pam 
Napolitano, 207-671-4973. 


Planning/Zoning Appeals Boards: 
training sessions, Citizen Planner Training 
Collaborative, umass.edu/masscptc, 
413-577-3642. 


Women’s Educational and Industrial 
Union: career services workshops and 
other services on job-hunting and career 
issues, 617-536-5657. 


Jewish Vocational Service: career, 
job-hunting and related workshops; 
617-965-7940. 


Northeastern University: Building 
Design and Management courses, 
617-320-8000; Building/construction/ 
architecture professional development 
programs, Dec.-March, 617-373-2400 or 
ace.neu.edu/bca. 


Real-estate management courses: 
irem.org. 


The Residential 
Design Firm 
Showcase at 
RDC 2007 


Seaport World Trade Center, Boston 
April 4-5, 2007 

Submission deadline: March 15 
architects.org/showcase 


TAKE ADVANTAGE OF THIS oppor- 
tunity for the public to view your 
portfolio of work in a special sec- 
tion of the RDC Design Gallery. 
The showcase area features port- 
folios of residential work by New 


England design firms. Last year, 
over 1,000 homeowners enjoyed 
this and other residential design 
exhibit areas, To have 
your firm showcased, 
@  sisit architects.org/ 
showcase or call/write 
Jamie Segel at 617-951- 
1433 X223/jsegel@architects.org 
for submission guidelines and 
details. The submission deadline 
is March 15. Portfolios should be 
sent to RDC Showcase/BSA, 52 
Broad Street, Boston 02109. 
BU Program for Real-Estate Studies: 
617-353-3013. 


Exhibits/Lectures/ 
Tours/Events 


BSA lecture series: Sept—May, 
architects.org/lectureseries. 


The Women’s Institute for Housing 
and Economic Development 2sth 
anniversary celebration, 3/21 6-8pm; 
wihhed.org of 617-367-0520. 


SMPS Boston: ongoing marketing 
events, Mar. 7 Marketing Essentials, Mar. 21 
Marketing Writing, Mar. 28 Relationships 
for Career Success; smpsboston.org/events. 
php. 

MIT Museum: The Architects 
Collaborative Collection, architecture 
e-galleries, mit.edu/museum. 


Black Heritage Trail: year-round; 
nps.gov/boaf/blackheritagetrail.htm, 
617-742-5415. 


Trinity Church tours: 617-536-0944. 


Whatare 
we getting 
for our dues? 


architects.org/lbd 


Each month the ChapterLetter 
highlights one useful program or 
service that our BSA dues help 
underwrite. This month we draw 
special attention to Learning 

by Design, the decade-old BSA 
program that brings architec- 
ture and design workshops to 
K-12 children across the state. 
For more information on this 
program, see page 3 and visit 
architects.org/lbd. This is just one 
example of how our dues help 
engage future generations in the 
planning and design of the built 
environment. 


Jim Dunn, CPA, Assoc. AIA 
BSA Treasurer 


Museum of Science lecture series: 
617-589-0419. 


Norman B. Leventhal Map Center at 
the Boston Public Library, maps.bpl.org. 


Mount Auburn Cemetery: 175th 
Anniversary events through September; 
walks, reading, tours, etc.; Mountauburn. 
01g Of 617-607-1995. 


Library of Congress: Historic architec 
tural drawings exhibit, 800-551-7328. 


Boston By Foot walking tours of 

Beacon Hill, Boston By Little Feet, Boston 
Underfoot, Freedom Trail, Literary Land- 
marks, North End, Victorian Back Bay, and 
tours of the month; bostonbyfoot.com, 
617-367-2345. 

Historic New England: year-round tours 
and programs, online photographic 
Gropius House tour, historicnewengland. 
Org, 617-227-3956. 


Boston's architectural history: two 
slide-lectures available to rent with 
speaker, “The Four Shapes of Boston: 
1630 to the Present” and “The Reshaping 


Central Massachusetts design 


awards program 


Deadline: April 20 
aiacm.org 


SPONSORED BY PRESERVATION 
WORCESTER and AIA Central 
Massachusetts, the Central 
Massachusetts design awards 
program is open to structures or 
buildings (or groups of either) 


of any size and any project type 
built or renovated/rehabilitated 
in Central Massachusetts by any 
architect anywhere in the world. 
Projects must have been com- 
pleted after January 1, 2002. The 
sole judging criterion is design 


excellence. April 20 deadline. For 


details, visit aiacm.org. 


The international “Diversecity” exhibit was 
on display at The Seaport World Trade Center 
as part of the National Diversity Conference 
held during Build Boston 2003. This exhibit 
has traveled around the UK and is currently 

at the new Cardiff Welsh Assembly—its 20th 


exhibition venue. It continues to gain popularity 


and grow, with five new panels added at each 
stop. The organizers of Diversecity hope to see 
it travel to India and Africa before returning 

to London for a Diversecity event at the Royal 
Institute of British Architects (RIBA) in April 


2008. For details, visit diversecity-architects.com. 


of Boston: The Contemporary City’; 
617-367-2345. 


Art and architecture tours of the BPL: 
617-536-4000 X212 


Moakley Courthouse public tours: 
first Tues. of month at 1:00 pm, call 
Rebecca Ulanoff at 617-748-9633; docent 
volunteers needed for “Discovering 
Justice” tour program, call 617-748-9633. 


Community/ 
Professional 
Opportunities 


Learning By Design: BSA partnership 
with school-based programs, architects 
encouraged to call/write Jan Ham at 
lod@architects.org/617-951-1433 X227. 


Co-op partnerships for Boston-area 
architecture firms with Northeastern’s 
accredited architecture program; 
architecture students in the under- 
graduate program are available for paid, 
full-time work throughout the year. 


Write/call Lynn Burke at /.burke@neu.edu/ 
617-373-3462. 


Co-op student placements provided 
by Wentworth Institute of Technology 
for Boston-area design firms, write/call 
Rachel Levine at /eviner@wit.edu/ 
617-989-4101. 


North Bennet Street School: winter/ 
spring 2007 crafts workshops on 


bookbinding, woodworking, jewelry, etc.; 


nbss.0rg OF 617-227-0155. 


The BAC is seeking teachers/ 
practitioners in decorative arts, 
wood-frame construction, mechanical/ 
electrical systems, materials, methods 
and contract documents, structures, call 
617-262-5000. 


Boston Learning Society: design 
professionals sought for seminars in 
Needham, 781-453-9800. 


The Boston Museum of Science seeks 
professionals to teach problem-solving, 
computer applications, interdisciplinary 
topics, and other courses, call Brent 
Jackson at 617-589-0364. 


Scholarship 


opportunity 
for architecture 


students 


Deadline: April 13 
aiacm.org 


FOR THE PAST THREE YEARS, AIA 
Central Massachusetts has grant- 
ed scholarships of up to $1,000 

to one or more high school or 
college students enrolled in an 
architecture degree program 
with a primary residence or 
school in central Massachusetts. 
The submission deadline for the 
2007 cycle is April 13. 


The Architects Building 


Visit us for committee meetings, 


general information, or to purchase 
AIA Contract Documents. 

Boston Society of Architects/AIA 

52 Broad Street, Boston 


RSVP for meetings 


bsa@architects.org/617-951-1433 X221 


Be an expert witness. The BSA 
occasionally receives requests for 
architects to serve as “expert witnesses” 
in courtroom trials and other venues. 

To be added to the list of architects the 
BSA provides to those seeking such 
consultants, send your name, firm name 
if appropriate, postal address, email 
address, and daytime telephone number 
to bsa@architects.org. 


US/ICOMOS call for abstracts on 
culture, conservation, and economics as 
related to heritage tourism within the 
Pacific Rim for symposium; icomos.org/ 
usicomos or don.jones@usicomos.org. 


Wentworth’s department of 
architecture seeks part-time faculty 

in building technologies, foundation 
design studies, and upper-level design 
studios, call John Ellis at 617-989-4458; 
Wentworth's interior design program 
seeking architects and interior designers 
for end-of-semester student design 
reviews (adjunct teaching positions often 
available in studio and technical courses), 
call Herb Fremin at 617-989-4051 
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opportunities 


Build Boston 
2007 proposals 
due this month 


November 13-15 
Proposal deadline: March 23, 1:00 pm 
architects.org/proposals 


RESIDENTIAL DESIGN AND 
CONSTRUCTION is next month, 
but we’re already planning fall’s 
Build Boston 2007 convention 
and tradeshow. The deadline for 
workshop proposals is 1:00 pm 
on March 23. Send us the title, 
description and all panelists’ 
names and affiliations for the 
workshop you hope to do this 
year, November 13-15. To propose 
a workshop, go to architects.org/ 
proposals and submit the re- 
quired information online. 

To read the 2006 post-show 
wrap up, go to architects.org/ 
buildboston. 


Publication 
Opportunities 


ArchitectureBoston, the BSA bimonthly 
magazine; for editorial and advertising 
requirements, call/write Pamela de 
Oliveira-Smith at 617-951-1433 x240/ 
psmith@architects.org. 


Julie Moir Messervy, co-author of 
Outside the Not So Big House, is looking 
for attractive residential landscape 
projects for new book, The Home Outside. 
Seeking achievable landscapes (from 
entire yard to detailed elements/design 
features) for homeowners within a range 
of income brackets, April 1 deadline; 
juliemoirmesservy.com. 


The Hardwood Manufacturers 
Association is seeking professional 
photography showing the use of solid US 
hardwood in furniture, flooring, kitchen 
cabinets, or decorative woodworking for 
publications; call Susan Regan at 800- 
373-WOOD. 
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“Honey, you're home.” 


©The New Yorker Collection 2006; Bob Mankoff from cartoonbank.com. All rights reserved. 


AIA/BSA members: Did you know you can still pay your dues online, 
even if you’ve missed the January 15 deadline? Visit aia.org/renew and 
architects.org/renew. Questions about your dues? Call/write membership 
director Kate Miller at 617-951-1433 x228/kmiller@architects.org. 


Members are invited to submit home 
designs for a book on “extraordinary 
homes” with focus on built-in conven- 
iences; write/call Carol Abrahamson 
carol@stockdocs.com/928-284-5753. 


Boston Globe architecture critic Robert 
Campbell FAIA wants to hear from 

BSA members about new architecture, 
landscape, urban design, controversies 
and other news; write Campbell at 
camglobe@aol.com or 54 Antrim St., 
Cambridge 02139-1102. 


Michelle Hillman covers commercial real 
estate, architecture and construction 

for the Boston Business Journal and 
she’s interested in hearing from you. If 
you have ideas for stories, news tips or 
information about design trends, please 
call or e-mail Michelle at 617-316-3220 or 
mhillman@bizjournals.com. 


North Shore BSA members’ story ideas 
can be sent to John Rockwell AIA, the 
Salem News architecture columnist at 
johnrockwell@comcast.net. 


American Soul in Architecture is a 
book on African-American architects in 
the late 20th century. Author Louis Smith 
is also writing on cultural influences 

in residential design and is interested 

in projects for possible publication 

in either book; for details write 
losmith@ascentdesignpc.com. 


Seaside cottages and new American or 
traditional cabins architecture examples 
sought for Rizzoli book; also information 
on single-family residential island archi- 
tecture in US or Canada for another book; 
write Linda Leigh Pau, media@ipns.com. 


Places, the quarterly journal edited 
by Donlyn Lyndon, invites submissions 
of articles related to sustainable design; 
places-journal.org for details. 


Banker & Tradesman architecture critic 
Jeff Stein AIA welcomes story ideas at 
jeff.stein@the-bac.edu. Banker & 
Tradesman seeks BSA members to 

write technical, informational, trend and 
opinion articles; call/write Tim DeFeo at 
781-641-1771/timdefeo@yahoo.com. 


Architecture and The Mail produces 
3,000 unique postcards, each depicting 

a single unpublished image from an 
unknown designer, and sends them 

to a selected group of 1,000 influential 
architects, urbanists, academics, curators, 
journalists, and critics; for details visit 
1ooopostcards,org. 


New England Home magazine 

invites you to submit photographs of 
completed projects; for details, write/call 
Stacy Kunstel at skunstel@nehomemag. 
com/800-609-5154 x707. 


The Classicist, journal of the Institute for 
the Study of Classical Architecture, seeks 
papers/examples of work done in the 
Classical manner; 212-681-2761. 


idioTEXT design journal invites BSA 
members to submit competition projects 
for publication, call Jordan Williams at 
617-482-6958. 


fame 


People and Firms 


In January, Kling and The Stubbins 
Associates merged into KlingStubbins; 
the firm’s new website is klingstubbins. 
com. Rayford Law AIA has joined the 
firm as an associate principal. 


Ted Szostkowski AIA of Kallmann 
McKinnell & Wood served as a juror for 
the 2006 Brick in Architecture Awards. 


Albert, Righter & Tittmann Architects’ 


Justin Finnicum AIA and August 
Ventimiglia received LEED accreditation. 


Anmahian Winton Architects recently 
promoted Todd Thiel AIA (1) to 
associate. The firm's Austerlitz Residence 
was recognized as Architectural Record's 
House of the Month in December and its 
BSA Unbuilt Architecture Award-winning 
design of the horticultural support 
facility (HSF) at The Arnold Arboretum 
was featured in the January/February 
issue of ArchitectureBoston. 


Einhorn Yaffee Prescott has named 
Heather Taylor AIA, LEED (2); Kip Ellis 
(3), Jeremy Oberc (4); Andy Hebert PE, 
LEED AP (5); Hacig Tacvorian AIA (6); 
and Leila Kamal AIA (7) principals for 
the firm. 


Mostue & Associates Trea LaRaia ASID 
(8) recently passed the NCIDQ (National 
Council for Interior Design Qualification) 
exams. 


Gail Sullivan Associates has changed 
its name to Studio G Architects. 


ADD Inc principal Larry Grossman 
AIA (9) was recently interviewed by 
Multifamily Executive for “Work of Art," an 
article discussing the transformation of 
360 Newbury Street (designed by Frank 
Gehry FAIA) into a 54-unit condominium. 
The firm's Miami office has been 
selected as a finalist in South Florida 
Business Journal's Best Places to Work 
competition. 


Michael Liu AIA, vice president and 
principal at The Architectural Team, 
has been elected president of the Board 
of Directors of Greater Boston Habitat 
for Humanity. The firm welcomes Erik 
Eklund, Assoc. AIA, Edgardo Jorge- 
Ortiz, Todd Piotrowski, Sara Stone, and 
Brian Whalen. 


Senior project architect Peter Nobile 
AIA, LEED AP (10) recently joined LDa 
Architects. The firm’s Paradise Pond 
Apartments (with Peter Frothingham 
RA) earned a Certificate of Merit in the 
Affordable Housing category of the 
Pioneer Valley Smart Growth Awards 
program, 


Rider Hunt Levett & Bailey recently 
promoted Evans Pomegas to Senior 
Cost Manager. 


CUBE 3 Studio recently welcomed 
Crystal Kittredge (11) to the firm as the 
new director of interiors. 


Mark Kalin FAIA, FCSI, LEED of Kalin 
Associates recently taught a new 
“Architectural Specifications” course at 
Harvard University GSD. 


Gary Wolf Architects’ rehabilitation of 
the Fitts Buildings was honored with a 
Massachusetts Historical Commission 
Preservation Award. 


Margulies & Associates recently 
welcomed Heather Baker (12) as director 
of marketing. Associates Christine Law 
(13) and Monica Moreira (14) recently 
achieved LEED accreditation, Mare 
Margulies AIA js the subject of a special 
feature story in a recent issue of the 
Boston Business Journal. 


Wilson Butler Architects has promoted 
Alastair Batson (15) and Jessica Powell 
(16) to associate and Robert Lee AIA (17) 
to senior associate. 


Jeannie Pierce joined Signer Harris 
Architects to focus on biology research 
and architecture. 


McGinley Kalsow & Associates recently 
welcomed Mark Almeda AIA to the firm 


Ellenzweig Associates, jn association 
with Architecture+, received a 2006 
Merit Award from the Eastern New York 
Chapter of the AIA for “The Planning 
Study for a New Psychiatric Facility in 
Central Massachusetts” (a DCAM project). 


Alexander Fernandez Bales AIA (18), 
an architectural designer at Gensler, 

was awarded a MacDowell Colony 
fellowship in December based on his 
project “Mapping Utopia.” Principal/co- 
managing director of Gensler Boston 
Jeanne M. Nutt IIDA (19) was recognized 
as one of the region's “Top 10 Architects/ 
Interior Designers” by Women’s Business 
Boston. 


rauhaus freedenfeld & associates was 
honored with national design awards for 
the Animal Care Center of Panama City FL 
and the Simi Valley Animal Hospital in CA; 
both will appear in Veterinary Economics 
magazine. 


Hutker Architects principal Mark 
Hutker AIA and project manager Annie 
Fisher were featured in “Welcome 
Addition” in the November 2006 issue of 
Coastal Living magazine; the firm was also 
recently featured in Architectural Digest. 
The firm promoted Jim Cappuccino AIA 
to associate. 


Rob Bramhall Architects welcomed 
Peter Sugar AIA, Julie A. Johnson, 
Michel Beheshti, Ben Lassel, Anastasia 
Borisyuk, and Travis Kirk to the firm 


Earth Tech Architecture’s Derrick 
Choi, Assoc. AIA, LEED, spoke on an 
innovative new airline club lounge 
design concepts at the 2006 Passenger 
Terminal World USA Conference in FL. 


Elizabeth Ericson FAIA served as a juror 
for the recent national AIA Honor Awards 
in Architecture program. 


Daniel J. Fenyn (20) has joined The 
S/L/A/M Collaborative as an associate 
principal in the firm’s Glastonbury office. 


In November, Perkins+Will was named 
the number one firm in the healthcare 
industry by Interior Design magazine 
and also named "The Most Admired 
Firm.” Deborah Rivers AIA (21) will 
co-present “High Performance Hospital 
Environments” at NESEA’s “Building 
Energy 07 Conference” this month. The 
firm welcomed Mike Heath AIA (22) as 
a senior project manager. 


Tsoi/Kobus & Associates welcomed 
Susana Zelter to the firm. Ed Tsoi FAIA 
spoke at the 2006 PTCOG Proton Therapy 
Conference in Philadelphia and Erik 
Mollo-Christensen AIA spoke on 
overcoming cost escalation with design 
and construction strategies at the 2006 
Tradeline Animal Facilities Conference. 
Nick Koulbanis AIA has earned LEED 

AP status, 


P/A Award-recipients identified in a 
recent issue of Architect included Studio 
Luz Architects (for a clinic/school/ 
orphanage/housing project in Haiti) 

and projects by Office dA and by GSD's 
Hashim Sarkis; Studio Luz Architects 

work was also the cover story of the 12/06 
issue of Architectural Record. 


Tom Hartman AIA and Bruce Coldham 
AIA have partnered to form Coldham & 
Hartman Architects. 


In recent issues of The Boston Globe, 
Robert Campbell FAIA writes on the 
Harvard GSD exhibit of the work young 
modernists of the mid-2oth century 
(Pei, Rudolph, Franzen, Barnes, Lundy 
and Johansen), Jean Nouvel'’s design 

of the Branly Museum in Paris (“it’s a 
bomb"), Boston’s new Intercontinental 
Hotel designed by Elkus/Manfredi, 
Cambridge Seven and Sasaki, Boston 
mayor Tom Menino’s proposals to build 
a 1,000-foot tower in downtown Boston 
and a new Boston City Hall in South 
Boston, Alain de Botton’s new book The 
Architecture of Happiness, the new ICA 
designed by Diller Scofidio + Renfro, 
and on new AIA Gold Medalist Edward 
Larrabee Barnes FAIA, AJA Firm of the 
Year Leers Weinzapfel Associates, and 
BSA Harleston Parker Medal recipient 
Mack Scogin Merrill Elam. 
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Perkins+Will received the Mies van der Rohe Award for 
Design Excellence from AIA Illinois for its Heart Hospital 
at SwedishAmerican Health System in Rockford. 


Photo: Perkins+Will. 


in January, James Kostaras AIA, AICP 
resigned as the head of the Mayor's 
Office of Strategic Planning and 
Community Development for the City of 
Somerville. 


Debi Lacey McDonald AIA, LEED has 
joined DiMella Shaffer. 


The work of Sheskey Architects (a 
condo high-rise in the theater district) 

a profile of Elliot Guerrero AIA, an 
»p-ed piece by David Fixler AIA on 
Boston's City Hall, and letters from 
Oliver Gillham AIA (on the Boston's 
new Intercontinental H and Roger 
Boothe AIA (on the relationship 
between graffiti and trespassing) were all 
featured in The Boston Globe. 
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SMOOK Architecture is the architect for Christopher Heights 
of Marlborough, anew 83-bed assisted living facility. 
Rendering: SMOOK Architecture. 
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Tsoi/Kobus & Associates’ recent and new work includes the Joseph Moakley Building at 


Boston Medical Center (above), the new Children’s Hospital for University of Minnesota 
Fairview Health System, the new Culinary Arts Building for Johnson & Wales in Providence 
RI, and the Medical Center masterplan for UNC Chapel Hill. Photo: Jeffrey Totaro/ESTO. 
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Architects, on the work of Polhemus 
Savery DaSilva Architects/Builders' 
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Bentley Design Associates’ 
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Forte Architecture + Design's new projects include Ka’ Carlos bar/restaurant in Boston, which features 
industrial recycled foam aluminum panels and other“green” design elements. Photo: John Horner 
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Kallmann McKinnell & Wood 
Architects, in association 
with HDRand SSA, recently 
completed a new 568,000-sf 
courthouse for Mecklenburg 
County in Charlotte NC (detail 
left). The building houses all 
of Mecklenburg County 
Courts ina single building for 
the first time since 1970. The 
firmhas also been selected to 
relocate the Harvard Fine 
Arts Library. Photo: John 
Johnson. 
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Margulies & Associates’ new work includes the recently completed 
LEED-certified Blue Cross Blue Shield of Massachusetts Quincy facility. 


Photo: Warren Patterson. 
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Leers Weinzapfel Associates’ chilled-water plant expansion at Princeton 
University (above) was recently honored with an ACEC New Jersey 2007 


En 


eering Excellence Awards Honor Award anda Texas CEC 2007 


Engineering Excellence Awards Silver Award. Photo: Alan Karchmer/Esto. 


Chapman Construction/Design completed the Project Hope Community 


Building in Roxbury. Photo: Lucy Chen. 
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Midland Construction’s recent and 
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Erland Construction’s recent projects 
include the new Athletic Center at 

Beaver Country Day School in Brook 
and a state-of-the-art sound lab for 
Constellation Products in Cambridge. 


Nitsch Engineering was recognized for 
its support of young engineers with the 
ASCE 2006 Younger Member Employer 
Recognition Award. The firm's recent 
projects include consulting services for 
the City of Philadelphia's citywide ope 
plan with Wallace Roberts & 
ineering service 
building at Br 
and 
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Maugel Architects’ recent and new work includes The 
Fidelity Bank Corporate Center in Leominster (detail 
above), the first building completed in the state under the 
Advanced Building Energy Conservation Program, as well 
as the design of anew church, parish hall and rectory for 
Catholics Working Together for the Worcester Diocese, 
Saint Christopher's Church renovations in Chatham, and 
Saint Peter’s Church expansion in Osterville. Photo: 


Maugel Architects. 
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Brustlin helped The Salvation Army take control of 54 
lete discretionary permitting for the Ray & Joan Kroc 
terin Dorchester. The company recently acquired the 
ig transportation planning and traffic engineering 
«VHB on Long Island. Rendering: VHB. 


ADD Inc’s new work includes Nouvelle at Natick, a 215-unit luxury condominium project built 
adjacent to the Natick Mall, and the NeXus Green Building Resource Center at 38 Chauncy 
Street (above), which is now open to the public. Rendering: ADD Inc. 


TRO Jung|Brannen, AHS International Architectural Design Consulting in Beijing, China and 


Shenzhen General Institute of Architectural Design and Research in Shenzhen, China wona 
design competition for the Jiangsu Provincial People’s Hospital addition in Nanjing, China, 
which includes a new 1,797,500-sf hospital and science complex linked to an existing hillside 
campus. Rendering: Shenzhen Zi Leyuan Design. 


inew projects include the Advanced Education and 
*(AECPC) at the University of Massachusetts Medical 
signed by Payette under a design/build contract. The 
2»adquarters was recently outfitted with furniture by 
Outfits. Rendering: Payette. 


the Jackson Square Orange Line Station 
with Jackson Square Partners. 


Souza, True and Partners’ current 
work includes the design of a large scale 
expansion at the Dartmouth Hitchcock 
Medical Center complex in Lebanon 

NH and expansions/renovations to the 
Mid Coast Health Services Facility in 
Brunswick ME with with Shepley Bulfinch 
Richardson and Abbott 


Walker Parking Consultants welcomed 
Anne Crowe Kroger as director of busi- 
ness development for the Boston office. 


Bill Cavanaugh was recently honored 
with the Wallace Clement Sabine Medal 
for achievement in architectural acoustics 
by the Acoustical Society of America 


C.E. Floyd announced that the following 
are now LEED Accredited Professionals: 
Christopher Merrick, Christopher Floyd, 
Jeffrey Palmer, John Hyde and Laura 
Schwert. Recent work by C.E. Floyd Co. 
includes an office fit-up at Benchmark 
Assisted Living’s offices in Wellesley 

and the conversion of an assisted living 
wing to an Alzheimer's wing at Prospect 
House in Revere, both with Bechtel Frank 
Erickson Architects. 


Richard White Sons current work 
includes renovations of the Somerset 
Club in Boston with Robert Olson + 
Associates. 


LeMessurier Consultants recently 
named Benyam Hagos PE an associate. 


In a recent issue of Banker & Tradesman, 
Geller DeVellis’ Robert Corning and 
Philip Pryor wrote about corporate 
campuses unified by architectural 
symmetry. 


Whitney-Veigas Architectural 
Products’ recent work includes 
designing and supplying signs for 
Brookhaven at Lexington retirement 
community, Waterworks Park 
condominiums in Chestnut Hill, and 
the new life sciences building at Brown 
University. 


Engineers Design Group's recent 

and current work includes Hingham 
Elementary and Middle Schools with 
Architecture Involution, Station Landing 
Parking Garage expansion in Medford 


with National Development, Huggins 
Hospital Additions in NH and Emerson 
Hospital in Concord with DiGiorgio 
Associates, a parking garage in Dedham 
with Fairfield Development, St. John 
Street Condominiums in Dartmouth 
with Dyer Brown SouthCoast Architects, 
the Children’s Hospital parking garage 
addition in Waltham with Suffolk 
Construction Company, CW Morey 

and George Tsapatsaris Elementary 
Schools in Lowell and Whittemore and 
James Fitzgerald Elementary Schools in 
Waltham with Flansburgh Associates, 
and the addition to the Kendall Hotel 

in Cambridge with Gerald Fandetti 
Architect 


Macomber Builders closed its doors in 
January, a century after its founding. 
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Adaptive Environments has moved to 
180-200 Portland Street in Boston 02114. 


Craig French PE has joined Tighe & Bond 
as a structural engineer manager. 


R.W. Sullivan Engineering's recent 
projects include Brigham & Women’s 
Hospital ACC Patriot Place, Lesley 
University Retail, Becker College 
Residence Hall, Partners at 101 Merrimack 
St., Harvard University Langdell Hall 
Emeriti Office/north stack 321, Protocol, 
Sheraton Hotel in Wakefield, Melrose 
Place, The Village at Oceangate in 
Portland, CRP Westend Leasing, Southern 
New Hampshire University dining hall, 
Bridgeport Hospital ED renovation, 
Fidelity in San Francisco, Spaulding 
Rehab Hospital, Fidelity Executive 
Conference Center, Wyeth BioPharma, 
Brooks School, Lexington DPW, Scranton 
Public Library, Western Connecticut State 
University, UMass Lowell Coburn Hall 


Advanced Signing's recent and 
current work includes exterior building 
signage for Providence College and 
exterior signage for Wentworth Institute 
of Technology with Roll Barresi & 
Associates, the design/fabrication of a 
donor signage program for UMass Club 
and dorm renovation for Boston College 
with Payton Construction, interior/ 
exterior signage for 55 Walkers Brook 

Dr. in Reading for Nordblom Company, 
interior/exterior signage for McGarry 
Property Management at 401 and 510 
Turnpike St. in North Andover, exterior 
signage at Westford Corporate Center 
for Glenborough Realty Trust, interior 
signage at Scherring Plough for Linbeck, 
and exterior monument sign at 20 
Walkup Drive in Westboro for Alexandria 
Real Estate. 


DM Berg Consultants president Thomas 
G. Heger PE (23) has received LEED 
accreditation and Hans H. Weiss PE (24) 
has rejoined the firm as an associate. 


Beals and Thomas’ new and recent 
work includes Emerson Hospital's Project 
SCORE, Hotels in Lexington, Brae Burn 
Country Club facility improvements, 

and a 50-unit senior housing complex in 
Franklin. The firm named Ken Conte PLS 
its principal in charge of the Providence 
branch and welcomed senior civil 
engineer Eric Bazzett PE 


Carol R. Johnson Associates promoted 
Jeanne Lukenda (25) to firm principal, 
Lisa Pembrook (26) and Johnathan Law 
(27) to associate, and Qing Luo (28) to 
senior landscape architect. The firm’s 
new work includes the streetscapes 

and transportation infrastructure for 
Harvard University’s new Allston campus; 
landscape and pedestrian-related design 
issues for Storrow Drive tunnels and the 
Esplanade parklands; conceptual design 
for a residential quad on the Tulane 
University campus; consulting to the City 
of Newton for Newton Centre; landscape 
architectural services for The Enclave 
(Knoxville team). 
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Linbeck’s recent and current work 
includes the LEED-certified Sophia 
Gordon Residence Hall at Tufts University 
and 301 Binney Street, future home 

to Lyme Properties’ mixed-use space 

for Life Science and retail tenants. The 
firm promoted Kathleen Freitas (29) 

to director of human resources. Freitas 
who has been with Linbeck for two and 
a half years, works in the New England 
Office located in Lexington. She has a 
degree in English and more than 20 years 
of experience in Human Resources and 
SPHR designation. 


SEi Companies’ recent and current 
projects include Waterside Place, a 
mixed-use development in South 
Boston's Seaport District with TRO Jung/ 
Brannen; mid/high-rise condominiums 
at 70 Fawcett Street in Cambridge with 
Arrowstreet; the new data center at 

The Math Works in Natick; building 
commissioning services for DCAM; and 
building commissioning and energy 
modeling services for the Massachusetts 
Technology Collaborative. Mechanical 
engineer Bruce McGregor PE (30) has 
rejoined the firm. 


Structure Tone account executive 
Michael Simonelli (31), director of 
technical services Michael Walsh (32), 
and project managers Jennifer Taranto 
(33) and Ryan Caffyn-Parsons (34) 
recently became LEED Accredited 
Professionals. The firm’s recent work 
includes a 10,000-sf interior buildout for 
the Allsteel and Gunlocke showroom at 
200 State Street in Boston, designed for 
LEED certification 


Bond Brothers welcomed associate 
director of business development Deb 
Crooke (35), MEP manager Frances 
Boyle (36), senior project manager Ray 
Chesley (37), estimator Maxine Grant 
(38), senior estimator Ron Mikelonis. 
(39), project manager Michael Snizek 
(40), and superintendents Mike Canal 
(41) and David LeGendre (42), Recent 


projects include a 450 Mass. Ave. 
renovation for MIT Real Estate, 10 Akron 
Street Housing for Harvard University, 
Stonehill College, New Science Center, 
Utility Systems Renewal and Upgrade for 
Brown University, Northwest Labs and 
Chiller Plant for Harvard FAS (Skidmore, 
Owings & Merrill), Neiman Marcus retail 
store, Hope Lodge addition/renovation 
for the American Cancer Society, Haberlin 
Hall science building addition for College 
of the Holy Cross, renovations to Heller 
Brown building for Brandeis University, 
and Andover Research Center expansion 
for Eisai Research Institute 


Tocci Building Corporation's current/ 
new projects include Starwood Hotel 
and Resort's first aloft hotels and 
inaugural element hotel in Lexington, R.S. 
Roth’s Capital Cove residential complex 
in Providence RI, Union Station corporate 
residences complex in NJ. John Tocci 
participated in the 2006 Construction 
Users Roundtable panel on BIM and 
client relationship improvement. The 
firm welcomed director of project 
development John R. Short Jr. (43), BIM 
modelers Mohamed Aboulezz and Laura 
Handler, and assistant project managers 
Mark Watson, Richard F. Regitano Jr, and 
Benjamin Myers. Mohamed Abouleez 
and Laura Handler have earned LEED 
accreditation, The firm recently donated, 
in the name of project partners, 795 
wheelchairs through the World Vision- 
Free Wheelchair Mission. 


Daniel O'Connell's Sons’ current work 
at Dartmouth College includes Kemeny 
Hall and the Haldeman Center designed 
by Bruner/Cott with Moore Ruble Yudell 
and Floren Varsity House designed by 
Centerbrook Architects 


Chapman Construction/Design’s new 
and current work includes the buildout 
of Universal Technical Institute's Diesel 
facility in Norwood, construction of the 
33,000-sf office space for Corning Life 
Sciences at the Lowell Cross Point office 
complex, and the structural steel frame 
for the Crate & Barrel Homestore project 
in Burlington, 


Marianne Brown has joined Donovan 
Hatem as a partner in the Business 
Litigation Group. 


BSA president Hubert Murray AIA, RIBA and 
the BSA board of directors are privileged to 
welcome new Corporate Affiliate member 
Northeast Canvas Products Association 
(awnings, canopies, marine). For details 

on Corporate Affiliate membership, visit 
architects.org/membership or write/call 
Kate Miller (kmiller@architects.org/617-951- 
1433 X228), 


Photo credits, pp. 17 and 22: 

1, Jane Messinger. 2-5, Eric Levin, 6-7, EYP. 
8, Mostue & Associates Architects. 

9, ADD Inc. 10, LDa Architects. 11, CUBE 3 
Studio. 12, Boston Portrait. 13-14, Warren 
Patterson. 15-17, Wilson Butler Architects. 
18-19, Adam Milsky. 20, The S/L/A/M 
Collaborative. 21-22, Perkins+Will. 


23, MotoPhoto. 24, Mary Klein. 25-28, 
Carol R. Johnson Associates. 29, Bedford 
Photo. 30, SEi Companies. 31-34, Structure 
Tone, 35, Claire Folger Photography. 
36-44, PJ Roscoe. 45, Tocci Building 
Corporation. 


Submit your news for Fame online 
at architects.org/submission. 


membership news 


New AIA Members 


Scott Aquilina AIA 
Ann Beha Architects 


Ronald F. Blanchard AIA 
Payette 


Mark V, Eclipse AIA 
PCA (Prellwitz/Chilinski Associates) 


Meredith Sue Eldaum AIA 
Sasaki Associates 


Matthew E. Juros AIA 
Fishbrook Design 


Gail Whitney Karn AIA 
Rheinzink America 


Michelle Felice Krochmal AIA 
Andrew Cohen Architects 


Edward O. Rice AIA 
Ann Beha Architects 


Eric James Robinson AIA 


Howard L. Thompson AIA 
Elkus/Manfredi Architects 


Returning 
AIA Members 


Raghad Vickie Alani AIA 
ADD Inc 


Melissa B. Bennett AIA 
STV 


Richard Arthur Jones AIA 
RAD Jones Architects 


Ruth Neeman AIA 
Levi + Wong Design Associates Inc. 


Donald Vitters AIA 
Sasaki Associates 


Christopher B. Warner AIA 
Chris Warner, Architect 


The BSA ChapterLetter 
Melissa Salce, Editor (editor@architects.org) 
Jonathan Akland AIGA, Graphic Designer 


The BSA ChapterLetter is published monthly 
by the Boston Society of Architects/AIA. The 
ChapterLetter is a service provided by AIA 
members in Massachusetts to the profession, 
the public, and everyone else with a sense of 
humor or an interest in 21st-century America. 
For subscription information, write/call 
kmiller@architects.org/617-951-1433 x228. 


Letters to the editor, suggestions, criticism, 
and encouragement are welcome. Material 
intended for publication must reach the BSA 
by noon on the deadline dates listed on p. 1. 


Appropriate submissions are edited and 
published as space, temperament, and 
prejudices permit. For complete submission 
specifications and deadlines, visit architects. 
org/chapterletter. 


Advanced 
to Emeritus 
Oliver Wallace Egleston AIA 


New Associate AIA 
Members 


Bognar H. Balazs, Associate AIA 
Wilson Architects 


David A. Bemiss, Associate AIA 
Miller Dyer Spears 


Cynthia Anne Brockelman, 
Associate AIA 
Perry Dean Rogers | Partners Architects 


Jonathan F. Cocker, Associate AIA 
Maugel Architects 


Michael K. Collard, Associate AIA 
Elkus/Manfredi Architects 


Erik Eklund, Associate AIA 
William Mitropoulos Associates 


Mina Ibrahim Morkos, Associate AIA 
Bovis Lend Lease 


Uma Puthanveetil Nair, Associate AIA 
CW Design Group 


Naree Phinyawatana, Associate AIA 
Arthur E. Procter Ill, Associate AIA 


Rick Robinson, Associate AIA 
Margulies & Associates 


Peter G. Sistrom, Associate AIA 
Ann Beha Architects 


James M. Smith, Associate AIA 
Ann Beha Architects 


Reed S. Wesolowski, Associate AIA 
Cubellis 


Xun Wu, Associate AIA 
Elkus/Manfredi Architects 


The BSA 

The Boston Society of Architects/AIA is a 
non-profit, membership service organization 
and has been an advocate of architectural 
excellence and public awareness of architec- 
ture since 1867. Membership in the BSA is 
open to every breathing soul on the planet. 


BSA services, and programs 

617-951-1433 * 800-662-1235 

(to skip the message, select an extension) 
221 Architects referrals services 

221 Events/meetings/services/programs 
221 Documents and publications 

232 Build Boston 

227 Residential Design and Construction 
240 ArchitectureBoston 

301 Advertising/sponsor opportunities 
304 Accounts-receivable service 

240 Classified and other listing services 
222 ChapterLetter advertising inserts 
228 Membership/dues/continuing ed. 
235 Accounting 


Advanced to AIA 
Luke M. McKneally AIA 


Scott A. Steffes AIA 
Tsoi/Kobus & Associates 


New to Boston 


Glenn Kurth, AIA 
Elkus/Manfredi Architects 


New Corporate 
Affiliate Members 


Northeast Canvas Products 
Association (awnings, 
canopies, marine) 


New Professional 
Affiliate Members 


Kathie Chainey 
Arrowstreet 


Stephanie Hubbard 
Sitecreative Landscape Architect 


New Student 
Members 


Joseph D. Gibbons 

Ryan D. Hayward 

Meghan Krieger 

Boston Architectural College 


Thomas Goff 
MIT 


BSA officers 

Hubert Murray AIA, RIBA, President 
Diane Georgopulos FAIA, Vice President 
James Dunn, CPA, Assoc. AIA, Treasurer 
Jay Wickersham FAIA, Secretary 


BSA staff 

222 Jonathan Akland AIGA 
242 Andrew Baldwin 

235 Ben Cohen 

233 Ann Fienman 

232 Richard Fitzgerald 

234 Adam Jacobi 

227 Nancy Jenner 

236 LiLam 

221 Conor MacDonald 
228 Kate Miller 

2409 Pamela de Oliveira-Smith 
238 Erika St. Peter 

229 Melissa Salce 

223 Jamie Segel 

225 Eric White 


Staff email; firstinitiallastname@architects.org 


deadlines 


March 

Registration deadline for the 
Young Professionals reception 
(see page 6) 


March8 
Registration deadline for |AQ 
and BEC meetings (see page 3) 


March 12 
Urban Design Awards deadline 
(see page 14) 


March 12 

Registration deadline for 
Robert Campbell event 
(see page 7) 


March 15 
RDC Firm Showcase deadline 
(see page 14) 


March 16 

Registration deadline for 
Norman Dorf seminar 
(see page 5) 


March19 
Discount deadline for 
RDC 2007 (see page 4) 


March19 
Submission deadline 
for May ChapterLetter 


March21 
Registration deadline for the 
LBD workshop (see page 3) 


March 23 

Deadline for Build Boston 
2007 workshop proposals 
(see page 16) 


March 26 
Accessible Design Awards 
deadline (see page 14) 


March 26 

Registration deadline 

for emerging practices 
conversation (see page 7) 
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Going green: another Boston first 


n December, Mayor Tom Menino announced another first 

for the city of Boston. The home of America’s first public park 

(Boston Common, 1634) and the country’s first public library 

(1653) is now the first major city in the US to incorporate green 
building requirements (Article 37) into its zoning code. 

While other cities require green building standards for public 
or publicly funded building projects, Boston is the first major city 
to require strict standards for private development. The standards 
require all buildings exceeding 50,000 square feet be planned, de- 
signed and constructed to meet the appropriate requirements of the 
US Green Building Council LEED building rating system*. 


In the beginning... 

In the summer of 2003, Mayor Menino 
decided to formalize his commitment 
to the environment and to researching 
the opportunities and challenges asso- 
ciated with green building. The result? 
The Green Building Task Force. The Task 
Force, comprised of experts in the areas 
of building design, construction, man- 
agement, financing, public health and the 
environment, issued its recommendations 
to the Mayor in the fall of 2004, conclud- 
ing that green buildings do provide cost 
savings and health benefits in addition to 
reducing the negative effects on the envi- 
ronment. 

Following the Task Force’s recommen- 
dations, the Mayor's office conducted staff 
training and policy research and set forth 
a three-year implementation plan. Now, 
Boston is recognized as the seventh most sustainable city in the 
country by SustainLane, the organization that benchmarked the US 
city rankings. The city also boasts several green building success 
stories, including the John Hancock headquarters and the Manulife 
Financial building in South Boston and the Artists for Humanity 
Epicenter, also in South Boston, the city’s first LEED platinum 
building. 

In November 2006, James W. Hunt, chief of environmental 
and energy services for the city, joined representatives of the US 
Environmental Protection Agency (EPA) and the presidents of the 
New England chapters of the AIA in signing a Memorandum of 
Understanding, which solidifies a commitment to green design and 
smart growth. 


The future of building in Boston 

Under the new zoning law, in order to obtain a building permit, the 
proposed building will have to meet at least 26 of the 69 measures 
of certification set forth by the LEED rating system and as defined 
by the Boston Interagency Green Building Committee. In addition 
to the LEED-certified points, the city of Boston has four additional 
points (Boston Green Building Credits) based on areas of priority— 
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Artists for Humanity Epicenter in South Boston, 
designed by Arrowstreet. Photographer: 
Richard Mandelkorn. 


transportation, energy, historic preservation, and groundwater— 
that can be used toward achieving the appropriate certification. 

The most common opposition to enacting green building 
standards is perception about the associated costs. While many 
argue that it is a more expensive way to build, there just as much 
is evidence to support the opposite. For example, the Artists for 
Humanity headquarters saves a reported $65,000 a year in heating 
costs by using photovoltaic panels that collect sunlight and produce 
65% of the building’s energy. When green building standards are in- 
cluded directly into building codes, the number of green buildings 
constructed will increase and therefore help diminish the remain- 
ing cost differential between green and standard buildings. 

To emphasize that point, BSA president 
Hubert Murray AIA, RIBA said, “There 
are two ways of looking at the potential 
marginal cost of building green. The first 
is palliative, through life-cycle costing—it 
sure helps sugar the pill when the owner 
looks at the lower energy bills incurred over 
the life of the building. And the second is 
imperative: if we don’t take these measures, 
owners will be investing in marinas as a 
replacement for parking.” 

Green design is the theme of Murray's 
presidency. His efforts will culminate in 
the CITIES + Climate Change conference 
scheduled for January 2008, which exam- 
ines the challenges of climate change in 
Boston and invites international thinkers to 
share their knowledge, research, experience, 
and inspire innovative thinking and action. 

Since green design can be incorporated 
into all areas of the built environment, many BSA committees 
or task forces explore this topic. If you are interested in getting 
involved and learning more, check out the Legislative Affairs 
Committee, the Urban Design Committee, the Committee on 
the Environment, the Codes Committee, and the Smart Growth 
Network online at architects.org/committees. 


Melissa Salce, editor 


Additional Resources 
bostongreenbuilding.org 
usgbc.org 
sustainlane.com 
architects.org/cote 
architects.org/lac 


* The LEED rating system is a national guideline used for measuring the performance of 
buildings based on sustainable sites, water and energy efficiency, materials and resources, 
and indoor air quality. 


